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Message Text 

CONFIDENTIAL 

PAGE 01 ATHENS 07488 291130Z 
ACTION SY-05 

INFO OCT-01 EUR- 12 NEA-10 ISO-OO OC-06 CCO-OO /034W 

002833 300136Z/75 

R 291115Z AUG 78 
FM AMEMBASSY ATHENS 
TO AMEMBASSY TEL AVIV 
INFO SECSTATE WASHDC 7435 
AMCONSUL JERUSALEM 

CONFIDENTIAL ATHENS 7488 

TEL AVIV FOR RSO; JERUSALEM FOR PSO; DEPT FOR A/SY/OPS/T. 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: MALFUNCTIONING INTRUSION ALARM SYSTEM 

REF: STATE 218301 NOTAL 

1 . A/SY/OPS/T HAS BEEN ADVISED THAT JERUSALEM CCC 
INTRUSION ALARM IS MALFUNCTIONING. DURING RECENT 
TSO VISIT TO JERUSALEM CONGEN (AUG 7,8), TSO WAS 

NOT ADVISED THAT INTRUSION ALARM WAS MALFUNCTIONING. 

2. RECOMMEND TEL AVIV RESIDENT SEABEE VISIT JERUSALEM 
AND EVALUATE SITUATION. TSO ATHENS WILL WORK 
CLOSELY WITH RESIDENT SEABEE TO ATTEMPT TO 
CORRECT THIS PROBLEM. 

MCCLOSKEY 
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